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for cancer Survivors: a report commissioned by the 
National Cancer Policy Board and Institute of Medi- 
cine (Ferrell BR et al) (review, tables/charts) 2003 
Jan-Feb: 30(1): Online Exclusive: 1-11 (36 ref) 
Comprehensive menopausal assessment: an ap- 
proach to managing vasomotor and urogenital symp- 
toms in breast cancer survivors (Zibecchi L et al) (al- 
gorithm. CEU, exam questions, protocol, tables, 
charts) 2003 May-Jun. 30(3). 393-407 (58 ref) 
Challenges and opportunities in cancer survivorship 
research (Dow KH) (review. statistics, tables/charts) 
2003 IMay-Jun; 30(3): 455-69 (173 ref) 

Stories of breast cancer through art (Ponto JA et al) 
(pictorial. tables/charts) 2003 Nov-Dec. 30(6): 1007- 
13 (15 ref) 


CANCER SURVIVORS—IN INFANCY AND 
CHILDHOOD 

A model of health behavior to guide studies of child- 
hood cancer survivors (Cox CL) (tables/charts) 2003 
Sep-Oct: 30(5): Online Exclusive: E92-9 (58 ret) 


CANCER SURVIVORS—PSYCHOSOCIAL FACTORS 
Meanig of iliness and spirituality in ovarian cancer 
survivors (Ferrell BR et al) (research. tables/charts) 
2003 Mar-Apr: 30(2 part 1): 249-57 (25 ref) 
Facilitation of self-transcendence in a breast cancer 
support group: |! (Coward DD) (research. tables. 
charts) 2003 Mar-Apr: 30(2 part 1): 291-300 (68 ref) 
Role and gender differences in cancer-related dis- 
tress: a comparison of survivor and caregiver self- 
reports (Matthews BA) (questionnaire/scale, re- 
searcl , tables/charts) 2003 May-Jun: 30(3): 493-9 
(37 ret) 

Quality of ling among ovarian germ cell cancer sur- 
vivors: a narrative anaiysis (Swenson MM et al) (re- 
search, tables/charts) 2003 May-Jun: 30(3): Online 
Exclusive: 56-62 (23 ref) 


CARD AC TAMPONADE—ETIOLOGY 
Cardiovascular emergencies: pericardial eftusion and 
cardiac tamponade (Flounders JA) (CEU. exam ques- 
tions, tables/charts) 2003 Mar-Apr: 30(2): Online Ex- 
Clusive: E48-55 (24 ref) 


Informal caregiving dynamics with a case study in 
blood and marrow transplantation (Williams LA) 
(case study, CEU, exam questions, review. tables 
charts) 2003 Jul-Aug: 30(4): 679-88 (81 ref) 


CAREGIVERS 

Nurses caring for the spirit: patients with cancer and 
family caregiver expectations (Taylor EJ) (research) 
2003 Jul-Aug: 30(4) 585-90 (30 ref) 


Informal caregiving dynamics with a case study in 
blood and marrow transplantation (Williams LA) 
(case study, CEU, exam questions, review, tables/ 
charts) 2003 Jul-Aug; 30(4): 679-88 (81 ref) 


CAREGIVERS—PSYCHOSOCIAL FACTORS 

Role and gender differences in cancer-related dis- 
tress: a comparison of survivor and caregiver self- 
reports (Matthews BA) (questionnaire/scale, re- 
search tables/charts) 2003 May-Jun. 30(3): 493-9 
(37 ref) 


Information needs and coping styles of primary fam- 
ily caregivers of women following breast cancer sur- 
gery (Nikoletti S et al) (research, tables/charts) 2003 
Nov-Dec; 30(6): 987-96 (36 ref) 

Art intervention with family caregivers and patients 
with cancer (Walsh SM et al) (pictorial, research. 
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tables/charts) 2003 Nov-Dec; 30(6): Online Exciu- 
sive: E115-20 (48 ref) 


CATHETER-RELATED COMPLICATIONS 

Clinical challenges Acute postoperative pain man- 
agement and malfunctioning epidural catheter 
(Griffis C et al) (case study, questions and answers) 
2003 Mar-Apr: 30(2 part 1): 217-8 (2 ref) 


CERTIFICATION 

Nurses who provide genetics counseling need ongo- 
ing education and certification. “The advanced 
practice nursing role in a high-risk breast cancer 
clinic” by Wendy H. Vogel, MSN, FNP. AOCN, in the 
January/February 2003 issue (Vol. 30, pp. 115-122) 
(Mahon SM et al) (commentary, letter, response) 
2003 May-Jun; 30(3): 361-2 (16 ref) 


CERVICAL SMEARS 

Clinical challenges. Abnormal Pap test results 
(Lithgow D et al) (algorithm. case study, questions 
and answers) 2003 May-Jun; 30(3): 375-6 (4 ref) 


CERVIX NEOPLASMS—DIAGNOS! 

Clinical challenges. Abnormal Pap test results 
(Lithgow D et al) (algorithm, case study, questions 
and answers) 2003 May-Jun; 30(3): 375-6 (4 ref) 


CHEMOTHERAPY, ADJUVANT—ADVERSE 
EFFECTS 

Cognitive dysfunction following adjuvant chemo- 
therapy for breast cancer: two case studies (Paraska 
KK et al) (case study, research, tables/charts) 2003 
May-Jun, 30(3): 473-8 (37 ref) 

Adherence, sleep, and fatigue outcomes after adju- 
vant breast cancer chemotherapy: results of a feasi- 
bility intervention study (Berger AM et al) (research 
tables/charts) 2003 May-Jun: 30(3): 513-22 (63 ref) 


CHEMOTHERAPY, CANCER 

Leadership & professional development. A “perfect 
day” work redesign in a chemotherapy and infusion 
center (Gruber M et al) 2003 Jul-Aug: 30(4): 567-8 


CHILD BEHAVIOR 

Behavioral adjustment of children and adolescents 
with cancer: teacher, parent, and self-report (Moore 
IM et al) (research, tables/charts) 2003 Sep-Oct 
30(5): Ontine Exclusive: £84-91 (35 ref) 


CHILDHOOD NEOPLASMS 

A model of health behavior to guide studies of child- 
hood cancer survivors (Cox CL) (tables/charts) 2003 
Sep-Oct; 30(5): Online Exclusive: E92-9 (58 ref) 
Functional integration of nursing research into a pe- 
Giatric oncology cooperative group: finding common 
ground (Hinds PS et al) (tables/charts) 2003 Nov- 
Dec: 30(6): Online Exclusive: £121-6 (20 ref) 


CHILDHOOD NEOPLASMS—PSYCHOSOCIAL 
FACTORS 

Behavioral adjustment of children and adolescents 
with cancer teacher. parent. and self-report (Moore 
IM et al) (research, tables/charts) 2003 Sep-Oct 
30(5): Online Exciusive: E84-91 (35 ref) 


CHILDHOOD NEOPLASMS—SYMPTOMS 
Expectations and beliefs about children’s cancer 
symptoms: perspectives of children with cancer and 
their families (Woodgate RL et al) (research) 2003 
May-Jun: 30(3): 479-91 (78 ref) 


CLINICAL COMPETENCE 

Clinical excellence through evidence-based practice 
fatigue management as a model (Mock V) (tabies/ 
charts) 2003 Sep-Oct: 30(5): 790-6 (41 ref) 


CLINICAL NURSING RESEARCH 

Functional integration of nursing research into a pe- 
diatric oncology cooperative group: finding common 
ground (Hinds PS et al) (tables/charts) 2003 Nov- 
Dec; 30(6): Online Exclusive: £121-6 (20 ref) 


CLINICAL TRIALS 
Article highlights importance of clinical trial nurses 
A nurse's primer on recruiting participants for clini- 
cal trials” by Roseann Barrett, PhD, RN, in the Au- 
gust 2002 issue of Oncology Nursing Forum (Vol 
29. pp. 1091-1098) (Ehrenberger HE et al) (com- 
mentary, letter) 2003 Jan-Feb; 30(1): 12 (5 ref) 
Methodologic issues in collecting data from debili- 
tated patients with cancer near the end of life 
(McMillan SC et al) (tables/charts) 2003 Jan-Feb: 
30(1): 123-9 (28 ref) 
Functional integration of nursing research into a pe- 
diatric oncology cooperative group: finding common 
ground (Hinds PS et al) (tables/charts) 2003 Nov- 
Dec: 30(6): Online Exclusive: E121-6 (20 ref) 


CLINICAL TRIALS—EDUCATION—IN OLD AGE 

A demonstration project to increase the awareness 
of cancer clinical trials among community-dweilling 
seniors (Ehrenberger HE et al) (research) 2003 Jul- 
Aug: 30(4): Online Exclusive: E80-3 (19 ref) 


COGNITION—DRUG EFFECTS 
Cognitive dysfunction following adjuvant chemo- 
therapy for breast cancer: two case studies (Paraska 
KK et al) (case study, research, tables/charts) 2003 
May-Jun; 30(3): 473-8 (37 ref} 





COLORECTAL NEOPLASMS—DRUG THERAPY 
Oxaliplatin: a novel platinum analog with activity in 
colorectal cancer (Berg D) (review, tables/charts) 
2003 Nov-Dec: 30(6): 957-66 (73 ref) 


Clinical challenges. Abnormal Pap test results 
(Lithgow D et al) (algorithm, case study. questions 
and answers) 2003 May-Jun: 30(3): 375-6 (4 ref) 


PROGRAMS—IN OLD AGE 
A demonstration project to increase the awareness 
of cancer Clinical trials among community-dwelling 
seniors (Ehrenberger HE et al) (research) 2003 Jul- 
Aug: 30(4): Online Exclusive: E80-3 (19 ref) 


CONCEPTUAL FRAMEWORK 

The role of licensed nursing personnel in radiation 
oncology part B: integrating the ambulatory care 
nursing conceptual framework (Moore-Higgs GJ et 
al) (tables/charts) 2003 Jan-Feb; 30(1}: 59-64 (14 
ref) 


CONSENT 

FYI. informed consent for cancer treatment and re- 
search (Mitchell SA) (bibliography) 2003 Sep-Oct 
30(5): 751-5 


CONSUMER ATTITUDES—EVALUATION 

Cancer worry in women with hereditary risk factors 
for breast cancer (Loescher LJ) (research. tables, 
charts) 2003 Sep-Oct: 30(5): 767-72 (32 ref) 


CONSUMER ATTITUDES—EVALUATION— 
APPALACHIAN REGION 


Knowledge, attitudes, and practices surrounding 
breast cancer screening in educated Appalachian 
women (Leslie NS et al) (research, tables/charts) 
2003 Jul-Aug: 30(4): 659-67 (59 ref) 


CONTINUITY OF PATIENT CARE—IN 
ADOLESCENCE 

Listen to the children and honor their pain (King P) 
(pictorial, tables/charts) 2003 Sep-Oct: 30(5): 797- 
800 (5 ref) 


CONTINUITY OF PATIENT CARE—IN INFANCY 
AND CHILDHOOD 

Listen to the children and honor their pain (King P) 
(pictorial, tables/charts) 2003 Sep-Oct; 30(5): 797- 
800 (5 ref) 


COPING 

Incontinence after prostatectomy: coping with incon- 
tinence after prostate cancer surgery (Palmer MH et 
al) (research, tables/charts) 2003 Mar-Apr: 30(2 part 
1): 229-38 (24 ref) 


Afncan American women coping with breast cancer 
a Qualitative analysis (Henderson PD et al) (research 
tables/charts) 2003 Jul-Aug: 30(4): 641-7 (52 ref) 


Information needs and coping styles of primary fam- 
ily caregivers of women following breast cancer sur- 
gery (Nikoletti S et al) (research. tables/charts) 2003 
Nov-Dec: 30(6): 987-96 (36 ref) 


COPING—IN ADOLESCENCE 

Listen to the children and honor their pain (King P) 
(pictorial, tables/charts) 2003 Sep-Oct: 30(5): 797- 
800 (5 ref) 


COPING—IN INFANCY AND CHILDHOOD 

Listen to the children and honor their pain (King P) 
(pictorial, tables/charts) 2003 Sep-Oct: 30(5): 797- 
800 (5 ref) 


CORPORATIONS 
Success is in the eye of the beholder (Carroll- 
Johnson RM) (editorial) 2003 Jul-Aug; 30(4): 547 


COUGH—CHEMICALLY INDUCED 

Writer commends dyspnea article and shares his ex- 
perience.. “Dyspnea: recognizing and managing an 
invisible problem” by Rita Wickham, PhD, RN. 
AOCN, CHPN, in the July 2002 issue of Oncology 
Nursing Forum (Vol. 29. pp. 925-33) (Miller P) (com- 
mentary. letter) 2003 Jan-Feb: 30(1): 12 


COX INTERACTION MODEL OF CLIENT HEALTH 
BEHAVIOR 


A model of health behavior to guide studies of child- 
hood cancer survivors (Cox CL) (tables/charts) 2003 
Sep-Oct: 30(5): Online Exclusive: E92-9 (58 ref) 


CRITICAL CARE 
FY!. Oncologic critical care (Boyle DA) (bibliography) 
2003 Mar-Apr: 30(2 part 1): 207-9 


CRITICAL ILLNESS—PSYCHOSOCIAL FACTORS 
Spirituality and life-threatening illness: a phenomen- 
ologic study (Albaugh JA) (research) 2003 Jul-Aug: 
30(4): 593-8 (34 ref) 


CULTURAL COMPETENCE 
FY!. Culturally competent care (Boyle DA) (bibliogra- 
phy) 2003 Jan-Feb; 30(1): 23-4 


CULTURAL VALUES 

Development of cultural belief scales for mammog- 
raphy screening (Russell KM et al) (research, tables/ 
charts) 2003 Jul-Aug: 30(4): 633-40 (46 ref) 


Listen to the children and honor their pain (King P) 
(pictorial, tables/charts) 2003 Sep-Oct; 30(5): 797- 
800 (5 ref} 


DECISION MAKING, CLINICAL 

Clinical challenges. Hormone replacement therapy in 
postmenopausal woman (Griffin-Sobel JP et al) 
(case study, questions and answers, tables/charts) 
2003 Sep-Oct: 30(5): 747-9 (13 ref 6 bib) 

When the Worid Health Organization analgesic thera- 
pies ladder fails: the role of invasive analgesic thera- 
pies (Coyne PJ) (algorithm, case study, statistics 
tables/charts) 2003 Sep-Oct: 30(5): 777-83 (23 ref) 
Patient and surgeon decision making regarding sur- 
gery for advanced cancer (Ferrell BR et al) (algo- 
rithm, questionnaire/scale, research, tables/charts) 
2003 Nov-Dec: 30(6): Online Exclusive: E106-14 (22 
ref) 


DECISION MAKING, ETHICAL 

An ethical assessment framework for addressing 
global genetic issues in clinical practice (Cassells JM 
et al) (research, tables/charts) 2003 May-Jun; 30(3) 
383-90 (38 ref) 


DECISION MAKING, FAMILY 

Provision of individualized information to men and 
their partners to facilitate treatment decision making 
in prostate cancer (Davison BJ et al) (research 
tables/charts) 2003 Jan-Feb; 30(1): 107-14 (38 ref) 


DECISION MAKING, PATIENT 

improving the quality of decision making in breast 
cancer: Consultation Planning Template and Consul- 
tation Recording Template (Sepucha KR et al) (case 
study, tables/charts) 2003 Jan-Feb; 30(1): 99-106 
(33 ref) 

Provision of individualized information to men and 
their partners to facilitate treatment decision making 
in prostate cancer (Davison BJ et al) (research 
tables/charts) 2003 Jan-Feb; 30(1): 107-14 (38 ref) 
FYI. informed consent for cancer treatment and re- 
search (Mitchell SA) (bibliography) 2003 Sep-Oct 
30(5): 751-5 

The role of the family in treatment decision making 
by patients with cancer (Zhang AY et al) (research, 
tables/charts) 2003 Nov-Dec; 30(6). 1622-8 (18 ref) 
Patient and surgeon decision making regarding sur- 
gery for advanced cancer (Ferrell BR et al) (algo- 
rithm, questionnaire/scale, research, tables/charts) 
2003 Nov-Dec: 30(6): Online Exclusive: E106-14 (22 
ref) 


DENTAL CARE FOR CHRONICALLY ILL 

Leadership & professional development. Oncology 
nurse and dental hygienist: finding success at the 
crossroad of two professions (Manne DS) 2003 Nov- 
Dec: 30(6): 913-5 (7 ref) 


DENTAL HYGIENISTS 

Leadership & professional development. Oncology 
nurse and dental hygienist: finding success at the 
crossroad of two professions (Manne DS) 2003 Nov- 
Dec; 30(6): 913-5 (7 ref) 


DEPRESSION 

Cognitive dysfunction following adjuvant chemo- 
therapy for breast cancer: two case studies (Paraska 
KK et al) (case study, research. tables/charts) 2003 
May-Jun: 30(3): 473-8 (37 ref) 


DIET 

Family beliefs about diet and traditional Chinese 
medicine for Hong Kong women with breast cancer 
(Simpson PB) (research, tables/charts) 2003 Sep- 
Oct; 30(5): 834-40 (41 ref) 


DISEASE SURVEILLANCE 

Bringing threat to the fore: participating in lifelong 
surveillance for genetic risk of cancer (Giarelli E) (re- 
search, tables/charts) 2003 Nov-Dec; 30(6): 945-55 
(62 ref) 


DISTRACTION 

Music versus distraction for procedural pain and 
anxiety in patients with cancer (Kwekkeboom KL) 
(clinicai trial, research, tables/charts) 2003 May-Jun 
30(3): 433-40 (49 ref) 


DOCUMENTATION 

Improving the quality of decision making in breast 
cancer: Consultation Planning Ternplate and Consul- 
tation Recording Template (Sepucha KR et al) (case 
Study, tables/charts) 2003 Jan-Feb: 30(1): 99-106 
(33 ref) 


ORUGS 
Product update. Pharmacy corner (Fieler VK) (picto- 
rial) 2003 Jan-Feb; 30(1): 167 


DRUGS, ORPHAN 
Product update. Pharmacy corner (Fieler VK) (brief 
item) 2003 May-Jun: 30(3): 531 


DRUGS, PRESCRIPTION 
Product update. Pharmacy corner (Fieler VK) 2003 
Sep-Oct: 30(5): 873 


DYSPNEA—DRUG THERAPY 

Writer commends dyspnea article and shares his ex- 
perience... “Dyspnea: recognizing and managing an 
invisible problem” by Rita Wickham, PhD, RN, 
AOCN, CHPN. in the July 2002 issue of Oncology 
Nursing Forum (Vol. 29, pp. 925-33) (Miller P) (com- 
mentary, letter) 2003 Jan-Feb; 30(1): 12 


EDUCATION, NURSING, GRADUATE 

Evaluation of a cancer pain education module 
(Wilkes G et al) (research, tables/charts) 2003 Nov- 
Dec; 30(6): 1037-43 (42 ref) 


EDUCATION, NURSING, POST-DOCTORAL 
Leadership & professional development. Preparing 
oncology nurse scientists: opportunities at the Na- 
tional Cancer Institute (O'Mara A et al) 2003 Sep-Oct 
30(5): 745-6 (5 ref) 


EDUCATIONAL STATUS—APPALACHIAN REGION 
Knowledge, attitudes, and practices surrounding 
breast cancer screening in educated Appalachian 
women (Leslie NS et al) (research, tables/charts) 
2003 Jul-Aug: 30(4): 659-67 (59 ref) 


ELECTRONIC PUBLISHING 
Point and click (Carroll-Johnson RM) (editorial) 
2003 Jan-Feb: 30(1): 11 


ENDOCRINE GLAND NEOPLASMS—FAMILIAL 
AND GENETIC 

Bringing threat to the fore: participating in lifelong 
surveillance for genetic risk of cancer (Giarelli E) (re- 
search, tables/charts) 2003 Nov-Dec: 30(6): 945-55 
(62 ref) 


ENDOCRINE GLAND NEOPLASMS—PREVENTION 
AND CONTROL 

Bringing threat to the fore: participating in lifelong 
surveillance for genetic risk of cancer (Giarelli E) (re- 
search, tables/charts) 2003 Nov-Dec: 30(6): 945-55 
(62 ref) 


EPIDURAL CATHETERS 

linical challenges. Acute p pain man- 
agement and malfunctioning epidural catheter 
(Griffis C et al) (case study, questions and answers) 
2003 Mar-Apr: 30(2 part 1): 217-8 (2 ref) 


EQUIPMENT AND SUPPLIES 

Product update. New products (Fieler VK) (pictorial) 
2003 Jan-Feb; 30(1): 167-8 

Product update. New products (Fieler VK) 2003 May- 
Jun; 30(3): 531 


Product update. New products (Fieler VK) 2003 Sep- 
Oct: 30(5): 873 

Product update. New products (Fieler VK) (pictorial) 
2003 Nov-Dec: 30(6): 1046-7 


ESTROGENS—ADVERSE EFFECTS 

Clinical challenges. Hormone replacement therapy in 
postmenopausal woman (Griffin-Sobel JP et al) 
(case study, questions and answers, tables/charts) 
2003 Sep-Oct; 30(5): 747-9 (13 ref 6 bib) 


ETHICS, NURSING 
Reviews. Website (Gomez E) (brief item. website) 
2003 Sep-Oct 30(5): 872 


EXCELLENCE 

Clinical excetience through evidence-based practice 
fatigue management as a model (Mock V) (tables/ 
charts) 2003 Sep-Oct: 30(5): 790-6 (41 ref) 


EXERCISE TOLERANCE—EVALUATION 

Change in exercise tolerance, activity and sleep pat- 
terns, and quality of life in patients with cancer par- 
ticipating in a structured exercise program... includ- 
ing commentary by Mock V (Young-McCaughan S et 
al) (commentary, research, tables/charts) 2003 May- 
Jun; 30(3): 441-54 (85 ref) 


EXPERIMENTAL STUDIES 

Conducting intervention research through the Cancer 
information Service: a feasibility study (Heidrich S et 
al) (research, tables/charts) 2003 Jan-Feb: 30(1) 
131-4 (12 ref) 


FAMILY—PSYCHOSOCIAL FACTORS 

Ovarian cancer: early symptom patterns (Koldjeski D 
et al) (research, tables/charts) 2003 Nov-Dec: 30(6) 
927-33 (58 ref) 


Bringing threat to the fore: participating in lifelong 
surveillance for genetic risk of cancer (Giarelli E) (re- 
search, tables/charts) 2003 Nov-Dec; 30(6): 945-55 
(62 ret) 

Information needs and coping styles of primary fam- 
ily caregivers of women following breast cancer sur- 
gery (Nikoletti S et al) (research, tables/charts) 2003 
Nov-Dec: 30(6): 987-96 (36 ref) 

Concerns of family caregivers of patients with cancer 
facing palliative surgery for advanced malignancies 
(Borneman T et al) (questionnaire/scale, research, 
tables/charts) 2003 Nov-Dec; 30(6): 997-1005 (42 ref) 


FAMILY ATTITUDES 

Nurses caring for the spirit: patients with cancer and 
family caregiver expectations (Taylor EJ) (research) 
2003 Jul-Aug; 30(4): 585-90 (30 ref) 
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Bringing threat to the fore: participating in lifelong 
surveillance for genetic risk of cancer (Giarelli E) (re- 
search, tables/charts) 2003 Nov-Dec: 30(6): 945-55 
(62 ref) 


FAMILY ATTITUDES—EVALUATION 

Expectations and beliefs about children’s cancer 
symptoms: perspectives of children with cancer and 
their families (Woodgate RL et al) (research) 2003 
May-Jun; 30(3): 479-91 (78 ref) 


FAMILY ATTITUDES—EVALUATION—JAPAN 
Family satisfaction with perception of and barriers to 
terminal care in Japan (Ogasawara C et al) ‘research, 
tables/charts) 2003 Sep-Oct: 30(5): Online Exclusive 
E100-5 (25 ref) 


FAMILY 'NSTORY 

Development of the Breast Cancer Education and 
Risk Assessment Program (Snyder LA et al) (forms, 
research, tables/charts) 2003 Sep-Oct: 30(5): 803-8 
(11 ref) 


FAMILY ROLE 

The role of the family in treatment decision making 
by patients with cancer (Zhang AY et al) (research 
tables/charts) 2003 Nov-Dec: 30(6): 1022-8 (18 ref) 


FARMWORKERS 

Focus groups in the design of prostate cancer 
screening information for Hispanic farmworkers and 
African American men (Meade CD et al) (pictorial, re- 
search, tables/charts) 2003 Nov-Dec: 30(6): 967-75 
(57 ref) 


FATIGUE 

The effects of health state, hemogiobin, global 
symptom distress, mood disturbance, and treatment 
Site on fatigue onset. duration, and distress in pa- 
tients receiving radiation therapy (Magnan MA et al) 
(research, tables/charts) 2003 Mar-Apr; 30(2) 
Online Exclusive: £33-9 (40 ref) 


Adherence, sleep, and fatigue outcomes after adju- 
vant breast cancer chemotherapy: results of a feasi- 
bility intervention study (Berger AM et al) (research. 
tables/charts) 2003 May-Jun; 30(3): 513-22 (63 ref) 


FATIGUE—NURSING 

Clinical excellence through evidence-based practice 
fatigue management as a model (Mock V) (tabies/ 
charts) 2003 Sep-Oct: 30(5): 790-6 (41 ref) 


FINANCIAL SUPPORT 

Building the ONS Foundation one donor at a time 
(Carroll-Johnson RM) (editorial) 2003 Nov-Dec 
30(6): 891 


GENE THERAPY 
Product update. Pharmacy corner (Fieler VK) (brief 
item) 2003 May-Jun; 30(3): 531 


GENETIC COUNSELING 

Attitudes and psychological impact of genetic test- 
ing, genetic counseling. and breast cancer risk as- 
sessment among women at increased risk (Hutson 
SP) (review, tables/charts) 2003 Mar-Apr; 30(2 part 
1): 241-6 (27 ref} 


Nurses who provide genetics counseling need ongo- 
ing education and certification... “The advanced 
practice nursing role in a high-risk breast cancer 
clinic” by Wendy H. Vogel, MSN, FNP, AOCN, in the 
January/February 2003 issue (Vol. 30, pp. 115-122) 
(Mahon SM et al) (commentary, letter, response) 
2003 May-Jun; 30(3): 361-2 (16 ref) 


GENETIC SCREENING 

Attitudes and psychological impact of genetic test- 
ing, genetic counseling, and breast cancer risk as- 
sessment among women at increased risk (Hutson 
SP) (review, tables/charts) 2003 Mar-Apr; 30(2 part 
1): 241-6 (27 ref) 


GENETICS—ETHICAL ISSUES 

An ethical assessment framework for addressing 
global genetic issues in clinical practice (Cassells JM 
et al) (research, tables/charts) 2003 May-Jun; 30(3) 
383-90 (38 ref) 


GENITAL NEOPLASMS, FEMALE 

Important aspects of health care for women with gy- 
necologic cancer (Ekwall E et al) (research, tables/ 
charts) 2003 Mar-Apr; 30(2 part 1): 313-9 (52 ref) 


GENITAL NEOPLASMS, FEMALE—SURGERY 

The experience of lower limb lymphedema for 
women after treatment for gynecologic cancer (Ryan 
M et al) (research, tables/charts) 2003 May-Jun; 
30(3): 417-23 (20 ref) 


GERM CELLS 

Quality of living among ovarian germ cell cancer sur- 
vivors: a narrative analysis (Swenson MM et al) (re- 
search, tables/charts) 2003 May-Jun; 30(3): Online 
Exclusive: E56-62 (23 ref) 


GRANISETRON—ADMINISTRATION AND DOSAGE 
Outcomes of two antiemetic therapies are the same... 
“Antiemetic therapy in patients receiving cancer che- 
motherapy” by Cassandra Marek, RN, BSN. OCN, in 
the March/April 2003 issue (Vol. 30, pp. 259-269) 





(Mark M et al) (c 
2003 Jul-Aug, 30(4): 554 (5 ref) 


GRIEF—IN ADOLESCENCE 

Listen to the children and honor their pain (King P) 
(pictorial, tables/charts) 2003 Sep-Oct; 30(5): 797- 
800 (5 ref) 


GRIEF—IN INFANCY AND CHILDHOOD 

Listen to the children and honor their pain (King P) 
(pictorial, tables/charts) 2003 Sep-Oct: 30(5): 797- 
800 (5 ref) 


HEALTH BEHAVIOR 

A model of health behavior to guide studies of child- 
hood cancer survivors (Cox CL) (tables/charts) 2003 
Sep-Oct; 30(5): Online Exclusive: E92-9 (58 ref) 


HEALTH BELIEFS 

Focus groups in the design of prostate cancer 
screening information for Hispanic farmworkers and 
African American men (Meade CO et al) (pictorial, re- 
search, tables/charts) 2003 Nov-Dec, 30(6): 967-75 
(57 ref) 


HEALTH BELIEFS—EVALUATION 

Expectations and beliefs about children’s cancer 
symptoms: perspectives of children with cancer and 
their families (Woodgate RL et al) (research) 2003 
May-Jun; 30(3): 479-91 (78 ref) 


HEALTH BELIEFS—EVALUATION—HONG KONG 
Family beliefs about diet and traditional Chinese 
medicine for Hong Kong women with breast cancer 
(Simpson PB) (research, tables/charts) 2003 Sep- 
Oct; 30(5): 834-40 (41 ref) 


HEALTH BELIEFS—EVALUATION—IN INFANCY 
AND CHILDHOOD 





y, letter, response) 


Expectations and beliefs about children’s cancer 
symptoms: perspectives of children with cancer and 
their families (Woodgate RL et al) (research) 2003 
May-Jun; 30(3): 479-91 (78 ref) 


HEALTH EDUCATION—ARKANSAS 

The Delta Project: increasing breast cancer screen- 
ing among rural minority and older women by target- 
ing rural healthcare providers (Coleman EA et al) 
(clinical trial, research, tables/charts) 2003 Jul-Aug; 
30(4}: 669-77 (65 ref) 


HEALTH KNOWLEDGE 

Focus groups in the design of prostate cancer 
screening information for Hispanic farmworkers and 
African American men (Meade CD et al) (pictorial, re- 
search. tables/charts) 2003 Nov-Dec; 30/6) 967-75 
(57 ref) 


HEALTH KNOWLEDGE—EVALUATION— 
REGION 


Knowledge, attitudes, and practices surrounding 
breast cancer screening in educated Appalachian 
women (Leslie NS et al) (research, tables/charts) 
2003 Jul-Aug; 30(4): 659-67 (59 ref) 


HEALTH POLICY 

Global and domestic tobacco use and proposals for 
tobacco control policies. Oncology Nursing Society 
position (standards) 2003 Jan-Feb; 30(1): 15-6 (6 
ret) 


HEALTH POLICY—UNITED STATES 

Palliative and end-of-life care: policy analysis (Reb 
AM) (tables/charts) 2003 Jan-Feb, 30(1): 35-50 (156 
ret) 

Nurses need more education in healthcare policy 
making... “Reflections of a health policy advocate 
the natural extension of nursing activities” (Vol. 29, 
pp. 1261-1263). lisa M. Halpern, MPP (Allen LK) 
(commentary, letter) 2003 May-Jun: 30(3): 362-3 (3 
ref) 

Article about palliative care omitted important infor- 
mation... Anne M. Reb, MS, NP. titled “Palliative and 
end-of-life care: policy analysis,” in the January/Feb- 
ruary 2003 issue (Vol. 30, pp. 35-50) (Kuebler K et 
al) (commentary, letter, response) 2003 Jul-Aug: 
30(4): 551-3 (23 ref) 


HEALTH PROMOTION 

A model of health behavior to guide studies of child- 
hood cancer survivors (Cox CL) (tables/charts) 2003 
Sep-Oct; 30(5): Online Exclusive: E92-9 (58 ref) 


HEALTH SERVICES ACCESSIBILITY 

Self-reported reasons men decide not to participate 
in free prostate cancer screening (Weinrich SP et al) 
(research, tables/charts) 2003 Jan-Feb; 30(1): Online 
Exclusive: £12-6 (27 ref) 


HEALTH SERVICES ACCESSIBILITY—ARKANSAS 
The Delta Project: increasing breast cancer screen- 
ing among rural minority and older women by target- 
ing rural healthcare providers (Coleman EA et al) 
(clinical trial, research, tables/charts) 2003 Jul-Aug: 
30(4): 669-77 (65 ref) 


HEALTH SERVICES ACCESSIBILITY—JAPAN 
Family satisfaction with perception of and barriers to 
terminal care in Japan (Ogasawara C et al) (research, 
tables/charts) 2003 Sep-Oct; .30(5): Online Exclusive: 
E100-5 (25 ref) 


HEALTH STATUS 

The effects of health state, hemoglobin, global 
symptom distress, mood disturbance, and treatment 
site on fatigue onset, duration, and distress in pa- 
tients receiving radiation therapy (Magnan MA et al) 
(research, tables/charts) 2003 Mar-Apr; 30(2) 
Online Exclusive: E33-9 (40 ref) 


HELP SEEKING BEHAVIOR 

Ovarian cancer: early symptom patterns (Koldjeski D 
et al) (research, tables/charts) 2003 Nov-Dec: 30(6) 
927-33 (58 ref) 


HEMATOPOIETIC STEM CELL TRANSPLANTATION 
Quantitative measurement of quality of life in adult 
patients undergoing bone marrow transplant or pe- 
ripheral blood stem cell transplant: a decade in re- 
view (Hacker ED) (CEU, exam questions, research 
systematic review, tables/charts) 2003 Jul-Aug; 
30(4): 613-31 (74 ref) 


HEMOGLOBINS 

The effects of health state, hemoglobin, globa! 
symptom distress, mood disturbance, and treatment 
site on fatigue onset, duration, and distress in pa- 
tients receiving radiation therapy (Magnan MA et al) 
(research, tables/charts) 2003 Mar-Apr; 30(2) 
Online Exclusive: E33-9 (40 ref) 


HISPANICS 

Focus groups in the design of prostate cancer 
screening information for Hispanic farmworkers and 
African American men (Meade CD et al) (pictorial, re- 
search, tables/charts) 2003 Nov-Dec; 30(6): 967-75 
(57 ref) 


HORMONE REPLACEMENT THERAPY—IN 
MIDOLE AGE 


Clinical challenges. Hormone replacement therapy in 
postmenopausal woman (Griffin-Sobe! JP et al) 
(case study, questions and answers, tables/charts) 
2003 Sep-Oct; 30(5): 747-9 (13 ref 6 bib) 


Palliative and end-of-life care: policy analysis (Reb 
AM) (tables/charts) 2003 Jan-Feb; 30(1): 35-50 (156 
ref) 

Article about palliative care omitted important infor- 
mation... Anne M. Reb, MS, NP. titled “Palliative and 
end-of-life care: policy analysis,” in the January/Feb- 
ruary 2003 issue (Vol. 30, pp. 35-50) (Kuebler K et 
al) (commentary, letter, response) 2003 Jul-Aug: 
30(4): 551-3 (23 ref) 


HOSPITAL PROGRAMS—MINNESOTA 

Leadership & professional development. Initiating a 
complementary therapy internsnip program on an in- 
patient oncology unit (Norton V et al) 2003 Mar-Apr 
30(2 part 1): 213-4 (11 ref) 


HUMAN NEEDS (PSYCHOLOGY)—EVALUATION 
Nurses caring for the spirit: patients with cancer and 
family caregiver expectations (Tayior EJ) (research) 
2003 Jul-Aug; 30(4): 585-90 (30 ret) 


INAPPROPRIATE ADH SYNDROME 

Syndrome of inappropriate antidiuretic hormone 
(Flounders JA) (CEU, pictorial, tables/charts) 2003 
May-Jun; 30(3): Online Exciusive: E63-7 (21 ref) 


INFORMATION NEEDS 

information needs and coping styles of primary fam- 
ily caregivers of women following breast cancer sur- 
gery (Nikolett: S et al) (research, tables/charts) 2003 
Nov-Dec; 30(6): 987-96 (36 ref) 


INFUSIONS, INTRASPINAL 

When the World Health Organization anaigesic thera- 
pies ladder fails: the role of invasive analgesic thera- 
pies (Coyne PJ) (algorithm, case study, statistics, 
tables/charts) 2003 Sep-Oct; 30(5): 777-83 (23 ref) 


INSTRUMENT CONSTRUCTION 

Development and testing of the Oncology Patients’ 
Perceptions of the Quality of Nursing Care Scale 
(Radwin L et al) (research, tables/charts) 2003 Mar- 
Apr; 30(2 part 1): 283-90 (33 ref) 

Development of cultural belief scales for mammog- 
raphy screening (Russell KM et al) (research tables/ 
charts) 2003 Jul-Aug: 30(4): 633-40 (46 ref) 
Design and testing of the use of a complementary 
and alternative therapies survey in women with 
breast cancer (Lengacher CA et al) (research, tables/ 
charts) 2003 Sep-Oct; 30(5): 811-21 (32 ref) 


INSTRUMENT VALIDATION 

Development and testing of the Oncology Patients’ 
Perceptions of the Quality of Nursing Care Scale 
(Radwir L et al) (research, tables/charts) 2003 Mar- 
Apr; 30(2 part 1): 283-90 (33 ref) 

Validating the Brief Pain Inventory for use with sur- 
gical patients with cancer (Tittle MB et al) (research, 
tables/charts) 2003 Mar-Apr; 30(2 part 1): 325-30 
(33 ref) 

Development of cultural belief scales for mammog- 
raphy screening (Russel! KM et al) (research, tables/ 
charts) 2003 Jul-Aug; 30(4): 633-40 (46 ref) 
Design and testing of the use of a complementary 
and alternative therapies survey in women with 


breast cancer (Lengacher CA et al) (research, tables/ 
charts) 2003 Sep-Oct; 30(5): 811-21 (32 ref) 


INTELLIGENCE—IN ADOLESCENCE 

Behavioral adjustment of children and adolescents 
with cancer: teacher, parent, and self-report (Moore 
IM et al) (research, tables/charts) 2003 Sep-Oct: 
30(5): Online Exclusive: £84-91 (35 ref) 


INTELLIGENCE—IN INFANCY AND CHILDHOOD 
Behavioral adjustment of children and adolescents 
with cancer: teacher, parent, and self-report (Moore 
iM et al) (research, tables/charts) 2003 Sep-Oct: 
30(5): Online Exciusive: E84-91 (35 ref) 


INTERNSHIP AND RESIDENCY 

Leadership & professional development. Initiating a 
complementary therapy internship program on an in- 
patient oncology unit (Norton V et al) 2003 Mar-Apr: 
30(2 part 1): 213-4 (11 ret) 


INTERPERSONAL RELATIONS 

Informal caregiving dynamics with a case study in 
blood and marrow transplantation (Williams LA) 
(case study, CEU, exam questions, review, tables/ 
charts) 2003 Jul-Aug: 30(4): 679-88 (81 ref) 


INVASIVE PROCEDURES 

When the World Health Organization anaigesic thera- 
pies ladder tails: the role of invasive analgesic thera- 
pies (Coyne PJ) (algorithm, case study, statistics 
tables/charts) 2003 Sep-Oct; 30(5): 777-83 (23 ref) 


IPRATROPIUM—THERAPEUTIC USE 

Writer commends dyspnea article and shares his ex- 
perience... “Dyspnea: recognizing and managing an 
invisible problem” by Rita Wickham, PhD, RN, 
AOCN, CHPN, in the July 2002 issue of Oncology 
Nursing Forum (Vol. 29, pp. 925-33) (Miller P) (com- 
mentary, letter) 2003 Jan-Feb; 30(1): 12 


KIDNEY NEOPLASMS—DRUG THERAPY 

The emergence of thalidomide in treating advanced 
renal cell carcinoma (Wend LS et al) (CEU, exam 
questions, review, tables/charts) 2003 May-Jun 
30(3): 501-11 (62 ref) 


LEARNING METHODS 

Focus groups im the design of prostate cancer 
screening information for Hispanic farmworkers and 
African American men (Meade CD et al) (pictorial, re- 
search, tables/charts) 2003 Nov-Dec: 30(6): 967-75 
(57 ref) 


LEG—PATHOLOGY 

The experience of lower limb lymphedema for 
women after treatment for gynecologic cancer (Ryan 
M et al) (research, tables/charts) 2003 May-Jun 
30(3): 417-23 (20 ref) 


LESBIANS 
FYI. Lesbians and cancer (Sickier JJ et al) (bibliog- 
raphy) 2003 May-Jun; 30(3): 373-4 


LESBIANS—IN MIDDLE AGE 

Improving cancer screening among lesbians over 
50: results of a pilot study (Dibble SL et al) (re- 
search, tables/charts) 2003 Jul-Aug; 30(4): Online 
Exclusive: E71-9 (49 ref) 


LESBIANS—IN OLD AGE 
improving cancer screening among lesbians over 
50: results of a pilot study (Dibble SL et al) (re- 
search, tables/charts) 2003 Jul-Aug: 30(4): Online 
Exclusive: £71-9 (49 ret) 


LEUKEMIA, LYMPHOCYTIC—DRUG THERAPY 
Treatment of chronic !ymphocytic leukemia with 
alemtuzumab: a review for nurses (Lynn A et al) 
(CEU, exam questions, pictorial, review, tabies/ 
charts) 2003 Jul-Aug; 30(4): 689-96 (21 ref) 


LIFE EXPERIENCES 

Spirituality and life-threatening illness: a phenom- 
enologic study (Albaugh JA) (research) 2003 Jul- 
Aug; 30(4): 593-8 (34 ref) 


LIFE PURPOSE 

Meaning of illness and spirituality in ovarian cancer 
survivors (Ferrell BR et al) (research, tables/charts) 
2003 Mar-Apr, 30(2 part 1): 249-57 (25 ref) 


LOBBYING 

Nurses need more education in healthcare policy 
making... “Reflections of a health policy advocate: the 
natural extension of nursing activities” (Vol. 29, pp 
1261-1263). lisa M. Halpern, MPP (Allen LK) (com- 
mentary, letter) 2003 May-Jun; 30(3): 362-3 (3 ref) 


LONELINESS—PREVENTION AND CONTROL 

The effect of a psychosocial group intervention on 
loneliness and social support for Japanese women 
with primary breast cancer (Fukui S et al) (clinical 
trial, research, tables/charts) 2003 Sep-Oct: 30(5) 
823-30 (66 ref) 


LUNG NEOPLASMS—PHYSIOPATHOLOGY 
Biology of lung cancer with implications for new 
therapies (Aberle MF et al) (CEU, exam questions, 
pictorial, tables/charts) 2003 Mar-Apr: 30(2 part 1) 
273-80 (19 ref) 


ONCOLOGY NURSING FORUM - VOL 31, NO 1, 2004 





144 


LUNG NE THERAPY 

The role of the family in treatment decision making 
by patients with cancer (Zhang AY et al) (research, 
tables/charts) 2003 Nov-Dec: 30(6): 1022-8 (18 ref) 


LYMPHEDEMA 

The experience of lower limb lymphedema for 
women after treatment for gynecologic cancer (Ryan 
M et al) (research, tables/charts) 2003 May-Jun 
30(3): 417-23 (20 ref) 


MAMMOGRAPHY 

Development of cultural belief scales for mammog- 
raphy screening (Russell KM et al) (research, tables/ 
charts) 2003 Jul-Aug; 30(4): 633-40 (46 ref) 


MEDICARE—STANDARDS 

Oncology Nursing Society position: ensuring high- 
quality cancer care in the Medicare program (stan- 
dards) 2003 Sep-Oct; 30(5): 731-2 (8 bib) 


MEDICINE, CHINESE T! —HONG KONG 
Family beliefs about diet and traditional Chinese 
medicine for Hong Kong women with breast cancer 
(Simpson PB} (research, tabies/charts) 2003 Sep- 
Oct; 30(5): 834-40 (41 ref) 


MELANOMA—DIAGNOSIS 

Skin self-examination in patients at high risk for 
melanoma: a pilot study (Phelan DL et al) (clinical 
trial, pictorial, research, tables/charts) 2003 Nov- 
Dec: 30(6): 1029-36 (22 ref) 


MENOPAUSE 

Comprehensive menopausal assessment: an ap- 
proach to managing vasomotor and urogenital symp- 
toms in breast cancer survivors (Zibecchi L et al) (al- 
gorithm, CEU, exam questions, protocol, tabies/ 
charts) 2003 May-Jun; 30(3): 393-407 (58 ref) 


MINORITY GROUPS—IN OLD AGE—ARKANSAS 
The Delta Project: increasing breast cancer screen- 
ing among rural minority and older women by target- 
ing rural healthcare providers (Coleman EA et al) 
(clinical trial, research, tables/charts) 2003 Jul-Aug 
30(4): 669-77 (65 ref) 


MOLECULAR BIOLOGY 

Research highlights. 14th European Organization for 
Research and Treatment of Cancer — National Can- 
cer Institute-American Association for Cancer Re- 
search Symposium on Molecular Targets and Cancer 
Therapeutics, Frankfurt, Germany, November 19-22, 
2002 (Lobert S) (abstract) 2003 Mar-Apr; 30(2 part 
1): 199-200 


MORPHINE—ADMINISTRATION AND DOSAGE 
Writer commends dyspnea article and shares his ex- 
perience... “Dyspnea: recognizing and managing an 
invisible problem” by Rita Wickham, PhD, RN, 
AOCN, CHPN, in the July 2002 issue of Oncology 
Nursing Forum (Vol. 29, pp. 925-33) (Miller P) (com- 
mentary, letter) 2003 Jan-Feb; 30(1): 12 


Clinical challenges. Acute postoperative pain man- 
agement and malfunctioning epidural catheter 
(Griffis C et al) (case study, questions and answers) 
2003 Mar-Apr; 30(2 part 1): 217-8 (2 ref) 


MORPHINE—ADVERSE EFFECTS 

Writer commends dyspnea article and shares his ex- 
perience... “Dyspnea. recognizing and managing an 
invisible problem” by Rita Wickham, PhD, RN, 
AOCN, CHPN, in the July 2002 issue of Oncology 
Nursing Forum (Vol. 29, pp. 925-33) (Miller P) (com- 
mentary, letter) 2003 Jan-Feb; 30(1): 12 


MUSIC THERAPY 

Music versus distraction for procedural pain and 
anxiety in patients with cancer (Kwekkeboom KL) 
(clinical trial, research, tables/charts) 2003 May-Jun; 
30(3}: 433-40 (49 ref) 


NATIONAL CANCER INSTITUTE (U.S.) 

Leadership & professional development. Preparing 
oncology nurse scientists: opportunities at the Na- 
tional Cancer Institute (O'Mara A et al) 2003 Sep-Oct: 
30(5): 745-6 (5 ref 


NAUSEA—CHEMICALLY INDUCED 

Delayed chemotherapy-induced nausea in women 
treated for breast cancer (Dibble SL et al) (research, 
tables/charts) 2003 Mar-Apr: 30(2): Online Exclu- 
sive: E40-7 (23 re 


NAUSEA AND VOMITING—CHEMICALLY 
INDUCED 

Antiemetic therapy in patients receiving cancer che- 
motherapy (Marek C) (CEU, exam questions, prac- 
tice guidelines, tables/charts) 2003 Mar-Apr; 30(2 
part 1): 259-71 (29 ref) 

Outcomes of two antiemetic therapies are the same... 
“Antiemetic therapy in patients receiving cancer che- 
motherapy” by Cassandra Marek, RN, BSN, OCN, in 
the March/April 2003 issue (Voi. 30, pp. 259-269) 
(Markman M et al) (commentary, letter, response) 
2003 Jul-Aug; 30(4): 554 (5 ref) 


NAUSEA AND VOMITING—DRUG THERAPY 
Antiemetic therapy in patients receiving cancer che- 
motherapy (Marek C) (CEU, exam questions, prac- 





tice guidelines, tables/charts) 2003 Mar-Apr, 30(2 
part 1): 259-71 (29 ref) 

Outcomes of two antiemetic therapies are the same... 
“Antiemetic therapy in patients receiving cancer che- 
motherapy” by Cassandra Marek, RN, BSN, OCN, in 
the March/April 2003 issue (Vol. 30, pp. 259-269) 
(Markman M et al) (commentary, letter, response) 
2063 Jul-Aug; 30(4): 554 (5 ref) 


NAUSEA AND VOMITING—-PREVENTION AND 
CONTROL 

Writers challenge points made in article about anti- 
emetic therapy... Cassandra Marek, RN, BSN, OCN, 
in the March/April 2003 issue, titled “Antiemetic 
therapy in patients receiving cancer chemotherapy” 
(Vol. 30, pp. 259-271) (Poniatowski B et al) (com- 
mentary, letter, response) 2003 Nov-Dec; 30(6): 892 
(11 ref) 


NEOPLASM METASTASIS—COMPLICATIONS 
Oncology emergency modules: spinal cord com- 
pression (Flounders JA et al) (CEU, exam questions, 
pictorial) 2003 Jan-Feb; 30(1): Online Exclusive 
E17-23 (17 ref) 


NEOPLASM METASTASIS—DRUG THERAPY 

The emergence of thalidomide in treating advanced 
renal cell carcinoma (Wood LS et al) (CEU, exam 
questions, review, tables/charts) 2003 May-Jun; 
30(3): 501-11 (62 ref) 


NEOPLASMS 
FYI. Lesbians and cancer (Sickler JJ et al) (bibliog- 
raphy) 2003 May-Jun; 30(3): 373-4 


NEOPLASMS—COMPLICATIONS 

Oncology emergency modules: spinal cord com- 
pression (Flounders JA et al) (CEU, exam questions, 
pictorial) 2003 Jan-Feb; 30(1): Online Exclusive 
E17-23 (17 ref) 


NEOPLASMS—DRUG THERAPY 

Product update. Pharmacy corner (Fieler VK) 2003 
Sep-Oct; 30(5): 873 

Antiangiogenesis: the fifth cancer treatment modal- 
ity? (Camp-Sorrell D) (CEU, exam questions, picto- 
rial, review, tables/charts) 2003 Nov-Dec: 30(6) 
934-44 (62 ref) 


NEOPLASMS—EDUCATION 

Reading grade level and readability of printed cancer 
education materials (Singh J) (research, tables/ 
charts) 2003 Sep-Oct; 30(5): 867-70 (25 ref) 


NEOPLASMS—FAMILIAL AND GENETIC 
FY1. Cancer and genetics: part | (Weinar M et al) (bib- 
liography) 2003 Nov-Dec; 30(6): 921-2 


NEOPLASMS—SURGERY 

Concerns of family caregivers of patients with cancer 
facing palliative surgery for advanced malignancies 
(Borneman T et al) (questionnaire/scale, research, 
tables/charts) 2003 Nov-Dec; 30(6): 997-1005 (42 ref) 
Patient and surgeon decision making regarding sur- 
gery for advanced cancer (Ferreil BR et al) (algorithm, 
questionnaire/scale, research, tables/charts) 2003 
Nov-Dec; 30(6): Online Exclusive: £106-14 (22 ref) 


NEOPLASMS—THERAPY 
Reviews. Website (Gomez E) (brief item, website) 
2003 Nov-Dec; 30(6): 1045 


NURSE ATTITUDES 

An ethical assessment framework for addressing 
global genetic issues in clinical practice (Cassells JM 
et al) (research, tables/charts) 2003 May-Jun; 30(3): 
383-90 (38 ref) 

Oncoiogy and nononcology nurses’ spiritual well-be- 
ing and attitudes toward spiritual care: a literature 
review (Musgrave CF et al) (review, tables/charts) 
2003 May-Jun: 30(3): 523-7 (35 ref) 


NURSE ATTITUDES—EVALUATION—UTAH 
Knowledge and attitudes about cancer pain manage- 
ment: a comparison of oncology and nononcology 
nurses (Rushton P et al) (questionnaire/scale, re- 
search, tables/charts) 2003 Sep-Oct; 30(5): 849-55 
(25 ref) 


NURSE PRACTITIONERS 

The advanced practice nursing role in a high-risk 
breast cancer clinic (Vogel WH) (questionnaire/ 
scale, review, tables/charts) 2003 Jan-Feb: 30(1): 
115-22 (54 ref) 


Evidence needed of the value of oncology nurse 
practitioners (Hall MD) (letter) 2003 Jul-Aug; 30(4) 
554-5 (S ref) 


NURSING ASSESSMENT 

Comprehensive menopausal assessment: an ap- 
proach to managing vasomotor and urogenital symp- 
toms in breast cancer survivors (Zibecchi L et al) (al- 
gorithm, CEU, exam questions, protocol, tabies/ 
charts) 2003 May-Jun; 30(3): 393-407 (58 ref) 


KNOWLEDGE—EVALUATION 
Evaluation of a cancer pain education module 
(Wilkes G et al) (research, tables/charts) 2003 Nov- 
Dec; 30(6): 1037-43 (42 ref) 


NURSING KNOWLEDGE—EVALUATION—UTAH 
Knowledge and attitudes about cancer pain manage- 
ment: a comparison of oncology and nononcology 
nurses (Rushton P et al) (questionnaire/scale, re- 
search, tables/charts) 2003 Sep-Oct; 30(5): 849-55 
(25 ref) 


NURSING LEADERS 

Clinical excellence through evidence-based practice 
fatigue management as a model... Victoria Mock, 
ONSc, RN, AOCN, FAAN, 2003 Oncology Nursing So- 
ciety Distinguished Researcher Award (McCorkle R 
et al) (biography) 2003 Sep-Oct; 30(5): 787-9 


NURSING MODELS, THEORETICAL 

Symptoms experience: a concept analysis 
(Armstrong TS) (tables/charts) 2003 Jul-Aug; 30(4) 
601-6 (52 ref) 


NURSING PRACTICE, EVIDENCE-BASEC 

Clinical excellence through evidence-based practice: 
fatigue management as a model (Mock V) (tables/ 
charts) 2003 Sep-Oct, 30(5): 790-6 (41 ref) 


NURSING PRACTICE, RESEARCH-BASED 
Leadership and professional development. Utilizing 
research to guide clinical practice in prostate cancer 
education (Davison BJ) 2003 May-Jun; 30(3): 377- 
9 (5 ref) 


NURSING PRACTICE, THEORY-BASED 
Comprehensive menopausal assessment: an ap- 
proach to managing vasomotor and urogenital 
symptoms in breast cancer survivors (Zibecchi L et 
al) (algorithm, CEU, exam questions, protocol, 
tables/charts) 2003 May-Jun; 30(3): 393-407 (58 
ref) 

A model of health behavior to guide studies of child- 
hood cancer survivors (Cox CL) (tables/charts) 2003 
Sep-Oct; 30(5): Online Exclusive: E92-9 (58 ref) 


NURSING ROLE 

The role of licensed nursing personnel in radiation 
oncology part A: results of a descriptive study 
(Moore-Higgs GJ et al) (research, tables/charts) 
2003 Jan-Feb; 30(1): 51-8 (12 ref) 

The role of licensed nursing personnel in radiation 
oncology part B: integrating the ambulatory care 
nursing conceptual framework (Moore-Higgs GJ et 
al) (tables/charts) 2003 Jan-Feb; 30(1): 59-64 (14 
ref) 


The advanced practice nursing role in a high-risk 
breast cancer clinic (Vogel WH) (questionnaire/ 
scale, review, tables/charts) 2003 Jan-Feb; 30(1) 
115-22 (54 ref) 

The role of oncology nursing to ensure quality care 
for cancer survivors: a report commissioned by the 
National Cancer Policy Board and Institute of Medi- 
cine (Ferrell BR et al) (review, tables/charts) 2003 
Jan-Feb; 30(1): Online Exclusive: E1-11 (36 ref) 


OCCUPATIONAL EXPOSURE—PREVENTION AND 
CONTROL 

Chemotherapy-handling practices of outpatient and 
office-based oncology nurses (Martin S et al) (re- 
search, tables/charts) 2003 Jul-Aug; 30(4): 575-81 
(21 ref) 


OCCUPATIONAL SAFETY 

Chemotherapy-handling practices of outpatient and 
office-based oncology nurses (Martin S et al) (re- 
search, tables/charts) 2003 Jul-Aug; 30(4): 575-81 
(21 ref) 


OFFICE NURSING 

Chemotherapy-handling practices of outpatient and 
office-based oncology nurses (Martin S et al) (re- 
search, tables/charts) 2003 Jul-Aug; 30(4): 575-81 
(21 ref) 


ONCOLOGIC CARE 

Abstracts to be presented at poster and podium ses- 
sions... Oncology Nursing Society 28th Annua! Con- 
gress, May 1-4, 2003, Denver, CO (abstract, pro- 
ceedings) 2003; 30(2 part 2): 111-67 

Patients’ bill of rights for quality cancer care: Oncol- 
ogy Nursing Society position (standards) 2003 Jan- 
Feb; 30(1): 13-4 (4 bib) 

Research highlights. 10th World Congress on Pain, 
San Diego, CA, August 17-22, 2002 (Lobert S) (ab- 
stract) 2003 Jan-Feb; 30(1): 21-2 

Research highlights. 14th European Organization for 
Research and Treatment of Cancer — National Can- 
cer Institute-American Association for Cancer Re- 
search Symposium on Molecular Targets and Cancer 
Therapeutics, Frankfurt, Germany, November 19-22, 
2002 (Lobert S) (abstract) 2003 Mar-Apr; 30(2 part 
1): 199-200 

FYI. Oncologic critical care (Boyle DA) (bibliography) 
2003 Mar-Apr; 30(2 part 1): 207-9 

Leadership & professional development. Initiating a 
complementary therapy internship program on an in- 
patient oncology unit (Norton V et al) 2003 Mar-Apr: 
30(2 part 1): 213-4 (11 ref) 

important aspects of health care for women with gy- 
necologic cancer (Ekwall E et al) (research, tables/ 
charts) 2003 Mar-Apr; 30(2 part 1): 313-9 (52 ref) 


Entitlement (Carroll-Johnson RM) (editorial) 2003 
May-Jun; 30(3): 355 

Research highlights. Annuai Meeting of the Ameri- 
can Society of Hematology, December 6-10, 2002, 
Philadelphia, PA (Lobert S) 2003 May-Jun; 30(3): 
367-8 


FYI. Lesbians and cancer (Sickler JJ et al) (bibliog- 
raphy) 2003 May-Jun; 30(3): 373-4 

Research highlights. 25th Annual San Antonio Breast 
Cancer Symposium, San Antonio, TX, December 11- 
14, 2002 (Lobert S) (abstract) 2003 Jul-Aug; 30(4): 
559-60 


FYI. Informed consent for cancer treatment and re- 
search (Mitchell SA) (bibliography) 2003 Sep-Oct: 
30(5): 751-5 

Research highlights. 39th annual meeting of the 
American Society of Clinical Oncology, Chicago, IL, 
May 30-June 3, 2003 (Lobert S) (abstract) 2003 
Nov-Dec; 30(6): 911-2 


ONCOLOGIC CARE—EQUIPMENT AND SUPPLIE! 
Product update. New products (Fieler VK) (pictorial) 
2003 Jul-Aug; 30(4): 699-700 


ONCOLOGIC CARE—IN OLD AGE 

A demonstration project to increase the awareness 
of cancer clinical trials among community-dwelling 
seniors (Ehrenberger HE et al) (research) 2003 Jul- 
Aug; 30(4): Online Exclusive: E80-3 (19 ref) 


ONCOLOGIC CARE—ORGANIZATIONS 

Research highlights. 94th annual meeting of the 
American Association for Cancer Research, Wash- 
ington, DC, July 11-14, 2003 (Lobert S) (abstract) 
2003 Sep-Oct; 30(5): 741-2 

Functional integration of nursing research into a pe- 
diatric oncology cooperative group: finding common 
ground (Hinds PS et al) (tables/charts) 2003 Nov- 
Dec; 30(6): Online Exclusive: E121-6 (20 ref) 


ONCOLOGIC NURSING 

Abstracts to be presented at poster and podium ses- 
sions... Oncology Nursing Society 28th Annual Con- 
gress, May 1-4, 2003, Denver, CO (abstract, pro- 
ceedings) 2003; 30(2 part 2): 111-67 

FYI. Culturally competent care (Boyle DA) (bibliogra- 
phy) 2003 Jan-Feb; 30(1): 23-4 

Leadership & professional development. The ad- 
vanced practice nurse in research: from hospital dis- 
charge to home (Monturo CA) 2003 Jan-Feb; 30(1): 
27-8 (9 ref) 

The role of licensed nursing personnel in radiation 
oncology part A: results of a descriptive study 
(Moore-Higgs GJ et al) (research, tables/charts) 
2003 Jan-Feb; 30(1): 51-8 (12 ref) 

The role of licensed nursing personnel in radiation on- 
cology part B: integrating the ambulatory care nursing 
conceptual framework (Moore-Higgs GJ et al) (tabies/ 
charts) 2003 Jan-Feb; 30(1): 59-64 (14 ref) 

The PRO-SELF: Pain Control Program — an effective 
approach for cancer pain management (West CM et 
al) (forms, questionnaire/scale, tables/charts) 2003 
Jan-Feb; 30(1): 65-73 (42 ref) 

Improving the quality of decision making in breast 
cancer: Consultation Planning Template and Consul- 
tation Recording Template (Sepucha KR et al) (case 
study, tables/charts) 2003 Jan-Feb; 30(1): 99-106 
(33 ref) 

The advanced practice nursing role in a high-risk 
breast cancer clinic (Vogel WH) (questionnaire/ 
scale, review, tables/charts) 2003 Jan-Feb; 30(1): 
115-22 (54 ref) 

Seventh National Conference on Cancer Nursing Re- 
search, February 6-8, 2003, San Diego, CA (abstract, 
proceedings) 2003 Jan-Feb; 30(1): 135-63 


The role of oncology nursing to ensure quality care 
for cancer survivors: a report commissioned by the 
National Cancer Policy Board and Institute of Medi- 
cine (Ferrell BR et al) (review, tables/charts) 2003 
Jan-Feb; 30(1): Online Exclusive: E1-11 (36 ref) 
Taking things for granted (Carroll-Johnson RM) (edi- 
torial) 2003 Mar-Apr; 30(2 part 1): 195 


Development and testing of the Oncology Patients’ 
Perceptions of the Quality of Nursing Care Scale 
(Radwin L et al) (research, tables/charts) 2003 Mar- 
Apr; 30(2 part 1): 283-90 (33 ref) 


Nurses who provide genetics counseling need ongo- 
ing education and certification... “The advanced 
practice nursing role in a high-risk breast cancer 
clinic” by Wendy H. Vogel, MSN, FNP, AOCN, in the 
January/February 2003 issue (Vol. 30, pp. 115-122) 
(Mahon SM et al) (commentary, letter, response) 
2003 May-Jun; 30(3): 361-2 (16 ref) 
Nurses need more education in healthcare policy 
... “Reflections of a health policy advocate: the 
natural extension of nursing activities” (Vol. 29. pp. 
1261-1263). lisa M. Halpern, MPP (Allen LK) (com- 
mentary, letter) 2003 May-Jun; 30(3): 362-3 (3 ref) 
Leadership and professional development. Utilizing 
research to guide Clinical practice in prostate cancer 
education (Davison BJ) 2003 May-Jun; 30(3): 377- 
9 (5 ref) 
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Compreh p | assessment: an ap- 
proach to vasomotor and urogenital symp- 
toms in breast cancer survivors (Zibecchi L et al) (al- 
gorithm, CEU, exam questions, protocol, tabies/ 
charts) 2003 May-Jun; 30(3): 393-407 (58 ref) 
Oncology and Nurses’ spiritual well-be- 
ing and attitudes toward spiritual care: a literature 
review (Musgrave CF et al) (review, tables/charts) 
2003 May-Jun; 30(3): 523-7 (35 ref) 

Evidence needed of the value of oncology nurse 
practitioners (Hall MD) (letter) 2003 Jul-Aug; 30(4): 
554-5 (9 ref) 

Chemotherapy-handling practices of outpatient and 
office-based oncology nurses (Martin S et al) (re- 
search, tables/charts) 2003 Jul-Aug; 30(4): 575-81 
(21 ref) 

Nurses caring for the spirit: patients with cancer and 
family caregiver expectations (Taylor EJ) (research) 
2003 Jul-Aug; 30(4): 585-90 (30 ref) 

Leadership & professional development. Preparing 
oncology nurse scientists: opportunities at the Na- 
tional Cancer Institute (O'Mara A et al) 2003 Sep-Oct; 
30(5): 745-6 (5 ref) 

Clinical excellence through evidence-based practice: 
fatigue management as a model (Mock V) (tables/ 
charts) 2003 Sep-Oct; 30(5): 790-6 (41 ref) 
Knowledge and attitudes about cancer pain manage- 
ment: a comparison of oncology and nononcology 
nurses (Rushton P et al) (questionnaire/scale, re- 
search, tables/charts) 2003 Sep-Oct; 30(5): 849-55 
(25 ref) 

A model of health behavior to guide studies of child- 
hood cancer survivors (Cox CL) (tables/charts) 2003 
Sep-Oct; 30(5): Online Exclusive: E92-9 (58 ref) 
Leadership & professional development. Oncology 
nurse and dental hygienist: finding success at the 
crossroad of two professions (Manne DS) 2003 Nov- 
Dec; 30(6): 913-5 (7 ref) 


ONCOLOGIC NURSING—EDUCATION 

A comprehensive approach to improving cancer pain 
management and patient satisfaction (Sterman E et 
al) (CEU, exam questions, questionnaire/scale, sta- 
tistics) 2003 Sep-Oct; 30(5): 857-64 (41 ref) 


ONCOLOGIC NURSING—ETHICAL ISSUES 

An ethical assessment framework for addressing 
global genetic issues in clinical practice (Cassells JM 
et al) (research, tabies/charts) 2003 May-Jun; 30(3): 
383-90 (38 ref) 


ONCOLOGIC NURSING—JAPAN 

Family satisfaction with perception of and barriers to 
terminal care in Japan (Ogasawara C et al) (research, 
tables/charts) 2003 Sep-Oct; 30(5): Online Exclusive: 
£100-5 (25 ref) 


ONCOLOGIC NURSING—STANDARDS 

The role of the advanced practice nurse in oncology 
care: Oncology Nursing Society position (standards) 
2003 Jul-Aug; 30(4): 549-50 (7 ret 4 bib) 
Oncology Nursing Society position: ensuring high- 
quality cancer care in the Medicare program (stan- 
dards) 2003 Sep-Oct; 30(5): 731-2 (8 bib) 


ONCOLOGY 

The role of licensed nursing personnel in radiation 
oncology part A: results of a descriptive study 
(Moore-Higgs GJ et al) (research, tables/charts) 
2003 Jan-Feb; 30(1): 51-8 (12 ref) 

The role of licensed nursing personnel in radiation on- 
cology part B: integrating the ambulatory care nursing 
conceptual framework (Moore-Higgs GJ et al) (tables/ 
charts) 2003 Jan-Feb; 30(1): 59-64 (14 ref) 


ONCOLOGY NURSING SOCIETY—ADMINISTRATION 
Building the ONS Foundation one donor at a time 
(Carroll-Johnson RM) (editorial) 2003 Nov-Dec; 
30(6): 891 


ONCOLOGY NURSING SOCIETY—STANDARDS 
Oncology Nursing Society, ONS Foundation, Oncol- 
ogy Nursing Certification Corporation, and Oncology 
Education Services, Inc., position on corporate sup- 
port: Oncology Nursing Society position (standards) 
2003 May-Jun; 30(3): 357-8 

The role of the advanced practice nurse in oncology 
care: Oncology Nursing Society position (standards) 
2003 Jul-Aug; 30(4): 549-50 (7 ref 4 bib) 
Oncology Nursing Society position: ensuring high- 
quality cancer care in the Medicare program (stan- 
dards) 2003 Sep-Oct; 30(5): 731-2 (8 bib) 


ONDANSETRON—ADMINISTRATION AND 
DOSAGE 


Outcomes of two antiemetic therapies are the same... 
“Antiemetic therapy in patients receiving cancer che- 
motherapy” by Cassandra Marek, RN, BSN, OCN. in 
the March/April 2003 issue (Vol. 30, pp. 259-269) 
(Markman M et al) (commentary, letter, response) 
2003 Jul-Aug; 30(4): 554 (5 ref) 


OVARIAN NEOPLASMS 

Meaning of illness and spirituality in ovarian cancer 
survivors (Ferrell BR et al) (research, tables/charts) 
2003 Mar-Apr; 30(2 part 1): 249-57 (25 ref) 





Quality of living among ovarian germ cell cancer sur- 
vivors: a narrative analysis (Swenson MM et al) (re- 
search, tables/charts) 2003 May-Jun: 30(3): Online 
Exclusive: £56-62 (23 ref) 

Ovarian cancer: early symptom patterns (Koldjeski D 
et al) (research, tables/charts) 2003 Nov-Dec: 30(6) 
927-33 (58 ref) 


PAIN MEASUREMENT 

Validating the Brief Pain inventory for use with sur- 
gical patients with cancer (Tittle MB et al) (research 
tables/charts) 2003 Mar-Apr. 30(2 part 1): 325-30 
(33 ref) 


PALLIATIVE CARE 

Palliative and end-of-life care: policy analysis (Reb 
AM) (tabies/charts) 2003 Jan-Feb: 30(1): 35-50 (156 
ref) 

Methodologic issues in collecting data from debili- 
tated patients with cancer near the end of life 
(McMillan SC et al) (tables/charts) 2003 Jan-Feb 
30(1): 123-9 (28 ref) 

Reviews. Website (Gomez E) (brief item. website) 
2003 May-Jun: 30(3): 530 

Article about palliative care omitted important infor- 
mation... Anne M. Reb, MS, NP, titled “Palliative and 
end-of-life care: policy analysis,” in the January/Feb- 
ruary 2003 issue (Vol. 30. pp. 35-50) (Kuebler K et 
al) (commentary, letter, response) 2003 Jul-Aug 
30(4): 551-3 (23 ref) 

Concerns of family caregivers of patients with cancer 
facing palliative surgery for advanced malignancies 
(Borneman T et al) (questionnaire/scale, research 
tables/charts) 2003 Nov-Dec: 30(6): 997-1005 (42 ref) 
Patient and surgeon decision making regarding sur 
gery for advanced cancer (Ferrell BR et al) (algorithm 
questionnaire/scale, research, tables/charts) 2003 
Nov-Dec; 30/6): Online Exclusive: 106-14 (22 ref) 


PAMPHLETS—EVALUATION 

Reading grade level and readability of printed cancer 
education materials (Singh J) (research. tables. 
charts) 2003 Sep-Oct; 30(5): 867-70 (25 ref) 


PAPILLOMAVIRUS INFECTIONS—DIAGNOSIS 
Clinical challenges. Abnormal Pap test results 
(Lithgow D et al) (algorithm, case study. questions 
and answers) 2003 May-Jun; 30(3): 375-6 (4 ref) 


PARENTAL ATTITUDES—EVALUATION 
Behavioral adjustment of children and adolescents 
with cancer: teacher, parent. and self-report (Moore 
IM et al) (research, tables/charts) 2003 Sep-Oct 
30(5): Online Exclusive: E84-91 (35 ref) 


PATIENT ATTITUDES 

Entitlement (Carroll-Johnson RM) (editorial) 2003 
May-Jun. 30(3): 355 

Nurses caring for the spirit: patients with cancer and 
family caregiver expectations (Taylor EJ) (research) 
2003 Jul-Aug: 30(4): 585-90 (30 ref) 

Bringing threat to the fore: participating in lifelong 
surveillance for genetic risk of cancer (Giarelli E) (re- 
search, tables/charts) 2003 Nov-Dec: 30(6): 945-55 
(62 ref) 


PATIENT ATTITUDES—EVALUATION 

Incontinence after prostatectomy: coping with incon- 
tinence after prostate cancer surgery (Palmer MH et 
al) (research, tables/charts) 2003 Mar-Apr, 30(2 part 
1): 229-38 (24 ref) 

Development and testing of the Oncology Patients 
Perceptions of the Quality of Nursing Care Scale 
(Radwin L et al) (research, tables/charts) 2003 Mar- 
Apr: 30(2 part 1): 283-90 (33 ref) 

Important aspects of health care for women with gy- 
necologic cancer (Ekwail E et al) (research, tables/ 
charts) 2003 Mar-Apr; 30(2 part 1): 313-9 (52 ref) 
Positive attitude in cancer: patients’ perspectives 
(Wilkes LM et al) (research, tables/charts) 2003 
May-Jun; 30(3): 412-6 (34 ref) 


PATIENT ATTITUDES—EVALUATION—IN 
INFANCY AND CHILDHOOD 

Expectations and beliefs about children’s cancer 
symptoms: perspectives of children with cancer and 
their families (Woodgate RL et al) (research) 2003 
May-Jun; 30(3): 479-91 (78 ref) 


PATIENT CENTERED CARE 

Leadership & professional development. A “perfect 
day” work redesign in a chemotherapy and infusion 
center (Gruber M et al) 2003 Jul-Aug: 30(4): 567-8 


PATIENT COMPLIANCE—EVALUATION 

Adherence. sleep. and fatigue outcomes after adju- 
vant breast cancer chemotherapy: results of a feasi- 
bility intervention study (Berger AM et al) (research 
tables/charts) 2003 May-Jun: 30(3): 513-22 (63 ref) 


PATIENT EDUCATION 

The PRO-SELF: Pain Control Program — an effective 
approach for cancer pain management (West CM et 
al) (forms, questionnaire/scale, tables/charts) 2003 
Jan-Feb; 30(1): 65-73 (42 ref) 

Provision of individualized information to men and 
thew partners to facilitate treatment decision making 


in prostate cancer (Davison BJ et al) (research 
tables/charts) 2003 Jan-Feb; 30(1): 107-14 (38 ref) 
Leadership and professional development. Utilizing 
research to guide clinical practice in prostate cancer 
education (Davison BJ) 2003 May-Jun; 30(3): 377- 
9 (5 ref) 

Development of the Breast Cancer Education and 
Risk Assessment Program (Snyder LA et al) (forms 
research, tables/charts) 2003 Sep-Oct: 30(5): 803-8 
(11 ref) 

Reading grade level and readability of printed cancer 
education materials (Singh J) (research, tables. 
charts) 2003 Sep-Oct: 30(5): 867-70 (25 ref) 


PATIENT RIGHTS 

Patients’ bill of rights for quality cancer care: Oncol- 
ogy Nursing Society position (standards) 2003 Jan- 
Feb; 30(1): 13-4 (4 bib) 


PATIENT SATISFACTION—EVALUATION 

A comprehensive approach to improving cancer pain 
management and patient satisfaction (Sterman E et 
al) (CEU, exam questions, questionnaire/scale, sta- 
tistics) 2003 Sep-Oct: 30(5): 857-64 (41 ref) 


PEDIATRIC ONCOLOGY NURSING 

Listen to the children and honor their pain (King P) 
(pictorial, tables/charts) 2003 Sep-Oct: 30(5): 797- 
800 (5 ref) 

Functional integration of nursing research into a pe- 
diatric oncology cooperative group: finding common 
ground (Hinds PS et al) (tables/charts) 2003 Nov- 
Dec: 30(6): Online Exclusive: E121-6 (20 ref) 


PEER REVIEW 
Point and click (Carroll-Johnson RM) (editorial) 
2003 Jan-Feb; 30(1): 11 


PERICARDIAL EFFUSION—ETIOLOGY 
Cardiovascular emergencies: pericardial effusion and 
cardiac tamponade (Flounders JA) (CEU, exam ques- 
tions, tables/charts) 2003 Mar-Apr. 30(2): Online Ex- 
Clusive: 48-55 (24 ref) 


PERIMENOPAUSAL SYMPTOMS—THERAPY 
Comprehensive menopausal assessment: an ap- 
proach to managing vasomotor and urogenital symp- 
toms in breast cancer survivors (Zibecchi L et al) (al- 
gorithm, CEU, exam questions, protocol, tables 
charts) 2003 May-Jun; 30(3): 393-407 (58 ref) 
Clinical challenges. Hormone replacement therapy in 
postmenopausal woman (Griffin-Sobel JP et al) 
(case study. questions and answers. tables/charts) 
2003 Sep-Oct; 30(5): 747-9 (13 ref 6 bib) 


PHYSICAL ACTIVITY—EVALUATION 

Change in exercise tolerance, activity and sleep pat- 
terns, and quality of life in patients with cancer par- 
ticipating in a structured exercise program... includ- 
ing commentary by Mock V (Young-McCaughan S et 
al) (commentary. research, tables/charts) 2003 May- 
Jun; 30(3): 441-54 (85 ref) 


POSTOPERATIVE PAIN 

Validating the Brief Pain inventory for use with sur- 
gical patients with cancer (Tittle MB et al) (research 
tables/charts) 2003 Mar-Apr: 30(2 part 1): 325-30 
(33 ref) 


POSTOPERATIVE PAIN—DRUG THERAPY 

Clinical challenges. Acute postoperative pain man- 
agement and malfunctioning epidural catheter 
(Griffis C et al) (case study, questions and answers) 
2003 Mar-Apr; 30(2 part 1): 217-8 (2 ref) 


POSTOPERATIVE PAIN—-NURSING 

Clinical challenges. Acute postoperative pain man- 
agement and malfunctioning epidural catheter 
(Griffis C et al) (case study, questions and answers) 
2003 Mar-Apr; 30(2 part 1): 217-8 (2 ref) 


PROFESSIONAL DEVELOPMENT 

Leadership & professional development. Preparing 
oncology nurse scientists: opportunities at the Na- 
tional Cancer Institute (O'Mara A et al) 2003 Sep-Oct 
30(5): 745-6 (5 ref) 


PROFESSIONAL-PATIENT RELATIONS 

Improving the quality of decision making in breast 
cancer: Consultation Planning Template and Consul- 
tation Recording Template (Sepucha KR et al) (case 
Study, tables/charts) 2003 Jan-Feb: 30(1): 99-106 
(33 ref) 

Important aspects of health care for women with gy- 
necologic cancer (Ekwall E et al) (research, tables/ 
charts) 2003 Mar-Apr: 30(2 part 1): 313-9 (52 ref) 
Clinical challenges. Abnormal Pap test results 
(Lithgow D et al) (algorithm, case study, questions 
and answers) 2003 May-Jun: 30(3): 375-6 (4 ref) 


PROGESTATIONAL HORMONES, SYNTHETIC 
Clinical challenges. Hormone replacement therapy in 
postmenopausal woman (Griffin-Sobel JP et al) 
(case study, questions and answers. tabies/charts) 
2003 Sep-Oct; 30(5): 747-9 (13 ref 6 bib) 


DEVELOPMENT 
Development of the Breast Cancer Education and 
Risk Assessment Program (Snyder LA et al) (forms. 
research, tables/charts) 2003 Sep-Oct; 30(5): 803-8 
(11 ref) 


PROSTATECTOMY 

Quality of life after radical prostatectomy (Rondort- 
Klym LM et al) (research, tables/charts) 2003 Mar- 
Apr. 30(2): Online Exclusive: 24-32 (72 ref) 


PROSTATECTOMY—ADVERSE EFFECTS 
Incontinence after prostatectomy: coping with incon- 
tinence after prostate cancer surgery (Palmer MH et 
al) (research, tabies/charts) 2003 Mar-Apr. 30(2 part 
1): 229-38 (24 ref) 


PROSTATIC NEOPLASMS 

Provision of individualized information to men and 
their partners to facilitate treatment decision making 
in prostate cancer (Davison BJ et al) (research 
tables/charts) 2003 Jan-Feb: 30(1): 107-14 (38 ref) 


PROSTATIC NEOPLASMS—DIAGNOSIS 
Self-reported reasons men decide not to participate 
in free prostate cancer screening (Weinrich SP et al) 
(research, tables/charts) 2003 Jan-Feb: 30/1): Online 
Exclusive: E12-6 (27 ref) 


PROSTATIC NEOPLASMS—EDUCATION 
Leadership and professional development. Utilizing 
research to guide clinical practice in prostate cancer 
education (Davison BJ) 2003 May-Jun; 30(3): 377- 
9 (5 ref) 


PROSTATIC NEOPLASMS—NURSING 

Leadership and professional development. Utilizing 
research to guide clinical practice in prostate cancer 
education (Davison BJ) 2003 May-Jun: 30(3): 377- 
9 (5 ref) 


PROSTATIC NEOPLASMS—PREVENTION AND 
CONTROL 

Focus groups in the design of prostate cancer screen- 
ing information for Hispanic farmworkers and African 
American men (Meade CD et al) (pictorial, research 
tables/charts) 2003 Nov-Dec; 30(6): 967-75 (57 ref) 


PROSTATIC NEOPLASMS—PSYCHOSOCIAL 
FACTORS 

Uncertainty and quality of life of older men who un- 
dergo watchful waiting for prostate cancer (Wallace 
M) (research, tables/charts) 2003 Mar-Apr: 30(2 part 
1): 303-9 (44 ref) 


PROSTATIC NEOPLASMS—SURGERY 
incontinence after prostatectomy: coping with incon- 
tinence after prostate cancer surgery (Palmer MH et 
al) (research, tables/charts) 2003 Mar-Apr, 30(2 part 
1): 229-38 (24 ref) 

Quality of lite after radical prostatectomy (Rondorf- 
Klym LM et al) (research, tables/charts) 2003 Mar- 
Apr, 30(2): Online Exclusive: 24-32 (72 ref) 


PROTECTIVE DEVICES—UTILIZATION 
Chemotherapy-handiling practices of outpatient and 
office-based oncology nurses (Martin S et al) (re- 
search, tables/charts) 2003 Jul-Aug: 30(4): 575-81 
(21 ref) 


PSYCHOEDUCATION 

Meta-analysis of the effect of psychoeducational in- 
terventions on pain in adults with cancer (Devine EC) 
(research, systematic review. tables/charts) 2003 
Jan-Feb; 30/1): 75-89 (63 ref) 


PSYCHOLOGICAL WELL-BEING 

Oncology and nononcology nurses’ spiritual well-be- 
ing and attitudes toward spiritual care: a literature 
review (Musgrave CF et al) (review, tables/charts) 
2003 May-Jun: 30(3): 523-7 (35 ref) 

Pain-related distress and interference with daily life 
of ambulatory patients with cancer with pain (Wells 
N et al) (CEU, exam questions. research. tables 
charts) 2003 Nov-Dec; 30(6): 977-86 (48 ref) 


QUALITY OF HEALTH CARE 

Patients’ bill of rights for quality cancer care: Oncol- 
ogy Nursing Society position (standards) 2003 Jan 
Feb: 30(1): 13-4 (4 bib) 

The role of oncology nursing to ensure quality care 
for cancer survivors: a report commissioned by the 
National Cancer Policy Board and Institute of Medi- 
cine (Ferrell BR et al) (review. tables/charts) 2003 
Jan-Feb: 30(1): Online Exclusive: E1-11 (36 ref) 
important aspects of health care for women with gy- 
necologic cancer (Ekwall E et al) (research. tables 
charts) 2003 Mar-Apr: 30(2 part 1): 313-9 (52 ref) 


QUALITY OF LIFE 

Conducting intervention research through the Cancer 
Information Service: a feasibility study (He:drich S et 
al) (research, tables/charts) 2003 Jan-Feb. 30(1) 
131-4 (12 ref) 

Quaiity of lite after radical prostatectomy (Rondort- 
Klym LM et al) (research, tables/charts) 2003 Mar- 
Apr; 30(2): Online Exclusive: £24-32 (72 ref) 
Quality of living among ovarian germ cell cancer sur- 
vivors: a narrative analysis (Swenson MM et al) (re- 
search, tables/charts) 2003 May-Jun: 30(3): Online 
Exclusive: 56-62 (23 ref) 

Pain-related distress and interference with daily life 
of ambulatory patients with cancer with pain (Wells 
N et al) (CEU, exam questions, research. tables 
charts) 2003 Nov-Dec: 3U(6) 977-86 (48 ref) 
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QUALITY OF LIFE—EVALUATION 

Meaning of illness and spirituality in ovarian cancer 
survivors (Ferrell BR et al) (research, tables/charts) 
2003 Mar-Apr: 30(2 part 1): 249-57 (25 ref) 
Uncertainty and quality of life of older men who un- 
dergo watchtul waiting for prostate cancer (Wallace 
M) (research, tables/charts) 2003 Mar-Apr: 30(2 part 
1). 303-9 (44 ref) 

Change in exercise tolerance, activity and sleep pat- 
terns, and quality of life in patients with cancer par- 
ticipating in a structured exercise program... includ- 
ing commentary by Mock V (Young-McCaughan S et 
al) (commentary, research, tables/charts) 2003 May- 
Jun; 30(3): 441-54 (85 ref) 

Quantitative measurement of quality of life in adult 
patients undergoing bone marrow transplant or pe- 
ripheral blood stem cell transplant: a decade in re- 
view (Hacker ED) (CEU. exam questions, research 
Systematic review, tables/charts) 2003 Jul-Aug 
30(4): 613-31 (74 ref) 


QUALITY OF NURSING CARE 

Development and testing of the Oncology Patients’ 
Perceptions of the Quality of Nursing Care Scale 
(Radwin L et al) (research, tables/charts) 2003 Mar- 
Apr; 30(2 part 1): 283-90 (33 ref) 


QUESTIONNAIRES 

Design and testing of the use of a complementary 
and alternative therapies survey in women with 
breast cancer (Lengacher CA et al) (research. tables: 
charts) 2003 Sep-Oct: 30(5): 811-21 (32 ref) 


RADIGTHERAPY—ADVERSE EFFECTS 

The effects of health state, hemoglobin, global 
symptom distress. mood disturbance, and treatment 
site on fatigue onset, duration, and distress in pa- 
tents receiving radiation therapy (Magnan MA et al) 
(research, tables/charts) 2003 Mar-Apr: 30(2) 
Online Exclusive: E33-9 (40 ref) 


READABILITY—EVALUATION 

Reading grade level and readability of printed cancer 
education materials (Singh J) (research. tables 
charts) 2003 Sep-Oct: 30(5): 867-70 (25 ref) 


REFERRAL AND CONSULTATION 

Improving the quality of decision making in breast 
cancer: Consultation Planning Template and Consul- 
tation Recording Template (Sepucha KR et al) (case 
study, tables/charts) 2003 Jan-Feb; 30(1): 99-106 
(33 ref) 


REHABILITATION, CANCER 

Change in exercise tolerance, activity and sleep pat- 
terns. and quality of life in patients with cancer par- 
ticipating in a structured exercise program... includ- 
ing commentary by Mock V (Young-McCaughan S et 
al) (commentary, research, tables/charts) 2003 May- 
Jun; 30(3): 441-54 (85 ref) 


REHABILITATION, PSYCHOSOCIAL 

Use of letter writing as means of integrating an al- 
tered body image: a case study (Rancour P et al) 
(case study) 2003 Sep-Oct: 30(5): 841-6 (15 ref) 


REPRODUCTIVE HEALTH 

Cognitive dysfunction following adjuvant chemo- 
therapy for breast cancer: two case studies (Paraska 
KK et al) (case study, research, tables/charts) 2003 
May-Jun; 30(3): 473-8 (37 ref) 


RESEARCH 

Challenges and opportunities in cancer survivorship 
research (Dow KH) (review. statistics, tables/charts) 
2003 May-Jun: 30(3): 455-69 (173 ref) 


RESEARCH, NURSING 

Leadership & professionai development. The ad- 
vanced practice nurse in research: from hospital dis- 
charge to home (Monturo CA) 2003 Jan-Feb: 30(1) 
27-8 (9 ref) 

Seventh National Conference on Cancer Nursing Re- 
search, February 6-8. 2003, San Diego, CA (abstract 
proceedings) 2003 Jan-Feb; 30(1): 135-63 
Evidence needed of the value of oncology nurse 
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